safety rules, but conceded that "a lot of times, he probably
did things wrong.  I do things wrong" (Tr. 104).

On cross-examination, Mr. Prinkey explained the duties
of his roof bolting crew.  He conceded that at times
Mr. Beckman was slowed down by water or when prying down a
rib and numerous times he taunted Mr, Beckman and made fun of
him for being slow, and they argued a lot over it (Tr. 106).
Mr. Prinkey stated that no one in management ever forced
Mr. Paugh to work when there was no air over; the bolter (Tr.
106).

In response to further questions, Mr. Prinkey confirmed
that Mr. Paugh's reluctance to work with no air over the
bolter occurred during the interval when the fan was shut off
and advanced, and that Mr. Johnson was upset because Mr. Paugh
would not bolt without air (Tr. 110).  However, Mr. Johnson
never insisted that Mr. Paugh continue to bolt with no air,
but generally griped about Mr. Paugh1s unwillingness to do so
(Tr. 110).

Mr. Prinkey stated that Mr. Beckman liked to work over-
time, and it was his opinion that most of the time Mr. Beckman
would "pick and pry" at the ribs deliberately to slow down the
crew so he could work overtime.  This resulted in arguments
between Mr. Paugh, Mr. Prinkey, and Mr. Beckman (Tr. 111-112).

Jimmie K. Wolfe, confirmed that he had at one time worked
with Mr. Paugh on Mr. Johnson's section as a bolter, and was
aware of "discussions" between Mr, Paugh and Mr. Johnson over
the lack of air over the bolter while the ventilation fan was
being advanced.  However, Mr. Wolfe was not aware that
Mr, Johnson ever ordered Mr. Paugh to continue bolting without
air (Tr. 116).

Mr. Wolfe stated that sometime in 1984 or 1985 Mr. Paugh
and Mr. Johnson were involved in a dispute over a bolter
which needed repairs, and Mr. Johnson lost his temper and he
and Mr. Paugh exchanged heated words and foul language (Tr.
118).  As a result of that encounter, Mr. Paugh advised
Mr. Johnson that he would insist that he have air over his
bolter, and that the relationship between the two changed and
"they was sort of pretty much on edge with each other" (Tr.
120).

On cross-examination, Mr. Wolfe conceded that he was not
assigned with Mr. Paugh on Mr. Johnson's section when the
March, 1986, suspension and discharge of Mr. Paugh occurred,
and since he was not on the section since the spring or summer
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